System Saver’ 
Instructions 


KENSINGTON < ]. 


1. Attach SYSTEM SAVER to your 
Apple Ile as shown. 


2 « Disconnect your Apple Ile 
power cord. You won't 
need it anymore. 


3. plug SYSTEM SAVER's 
short power cord into 
the back of your Apple Ile. 

Plug SYSTEM SAVER's long power cord into your 
wall outlet. IMPORTANT: Leave your Apple power 
switch permanently on. You'll never use it again. 


4. Plug your monitor and printer into SYSTEM 
SAVER's rear outlets. 


5. You're all set! SYSTEM SAVER's front mounted 
switch now controls your SYSTEM SAVER, Apple 
Ile, monitor and printer. 


Technical Specifications 


Fan Rating 
17 CFM free air delivery 


Rated Voltage 
125Volts AC 


Rated Current 

2 Amps for Apple, 8 Amps Total 
Temperature Range 

— 25°C to + 85°C 

Dielectric Test Voltage 

1750 Volts DC for | second, Line-Ground 


Capacitance Tolerance 
+ 20% 


Inductance Tolerance 

+ 25% 

Transient Suppression: 
Maximum Average Power Dissipation 
6W 

Energy Rating 

40 Joules 

Peak Current 

4000 Amps 

Typical Response Time 

<50 nano seconds 

Maximum Ambient Temperature 
60°C 

Filter Rating: 

Insertion Loss 

30 dB to 50 dB 


Effective Filter Range 
600 kHz to 20mHz 


Limited Warranty 


KENSINGTON MICROWARE LTD. ("KENSINGTON MICROWARE") warrants 

this PRODUCT against defects in material and workmanship as follows. 

For a period of one year from date of original purchase KENSINGTON 
MICROWARE will supply, at its option and at no charge, new or rebuilt 
replacements for defective parts and will pay the labor charges to repair 
the PRODUCT found to be defective. 

Please retain the original packaging. You will need it for any warranty 
service. You should also retain the dated bill of sale as evidence of the 
date of purchase. 

To obtain warranty service during the warranty period you must: 

1. Call the KENSINGTON MICROWARE return department. 

2. Give the date of purchase on your receipt. (If the product is not within 
the one year warranty period, there will be a nominal charge for repair.) 

3. Give a full description of the problem. 

. Get a Return Authorization Number (RA#). 

5. Pack the PRODUCT in its original packaging. Enclose a letter inside the 
package giving us your name, RA#, address, phone number and check, if 
necessary. You must also enclose a copy of your sales receipt. 

6. Take: the PRODUCT or deliver the PRODUCT PREPAID to KENSINGTON 
MICROWARE. The PRODUCT must be in its original packaging. Be sure 
that your RA# is also marked clearly on the outside of the package. We 
will NOT accept any return without an RA#¥ marked on the outside of the 
package. . 


> 


In order to keep this warranty in effect, the purchaser must have handled 
and used the PRODUCT as prescribed in the instructions accompanying 
this Warranty. This Warranty does not cover any damage due to accident, 
misuse, abuse, or negligence. 


REPAIR OR REPLACEMENT AS PROVIDED UNDER THIS WARRANTY IS 
THE EXCLUSIVE REMEDY OF THE CONSUMER. KENSINGTON 
MICROWARE SHALL NOT BE LIABLE FOR ANY INCIDENTAL OR 
CONSEQUENTIAL DAMAGES FOR BREACH OF ANY EXPRESS OR IMPLIED 
WARRANTY ON THIS PRODUCT, EXCEPT TO THE EXTENT PROHIBITED BY 
APPLICABLE LAW. ANY IMPLIED WARRANTY OF MERCHANTABILITY OR 
FITNESS FOR A PARTICULAR PURPOSE ON THIS PRODUCT IS LIMITED IN 
DURATION TO THE DURATION OF THIS WARRANTY. 


Some states do not allow the exclusion or limitation of incidental or 
consequential damages, or allow limitations on how long an implied 
warranty lasts, so the above limitation or exclusion may not apply to you. 
This warranty gives you specific legal rights, and you may also have other 
rights which vary from state to state. 
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Kensington Microware Ltd., 251 Park Avenue South, NY, NY 10010 
(800) 535-4242, In NY (212) 475-5200, Telex: 467383 KML NY, 
Fax: (212) 475-5996 
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